HISTORY OF ANTIQUE FLASKS AND BOTTLES
FIGURE 4
Dark Green Flask, Early American (Unknown); Probably, Coventry, Conn. Horizontally corrugated edges; Sunburst on both sides; Sheared Mouth. While not described by Barber, it bears relation in color and type only with corrugated edges similar to other Coventry Bottles. Period, probably previous to 1820.